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14th September 1992 


Dr J.F. Glenn M.O. 

Scientific Director 

The Council for Tobacco Research USA Inc. 

900 Third Avenue 

New York 

NY 10022 

USA 


Dear Dr Glenn, 

I understand that the Council are prepared to fund relevant 
research projects that emanate from the United Kingdom. I would 
therefore be grateful if you would send me details of the 
application procedure. 

For your information I enclose a summary statement of the project 
area for you to determine its relevance to your areas of 
interest. 

I look forward to hearing from you in due course. 

Yours sincerely. 

Dr R.C. Schroter 


Enc. 


Source: https://www.industrydocuments.ucsf.edu/docs/qykcOOOO 





